ILLUSTRATED  CATALOGUE 


OR. 


I 

Wood  + Mantels 


4 

( 


NEW  HK\ZEN.  CONN. 


COLUMBIA  Ui'JlVERSlTY 


Digitized  by  the  internet  Archive 
in  2017  Wil4i^fundingir6m;‘^ 
Columbia  University  Libraries 


https  ://archive.org/details/illustratedcatalOOtv!^^ 


No.  426  MANTEL. 

Extreme  Height,  7 ft.  9 in.  Profile, 

French  Plate,  30  x 40. 
Tile  Opening,  39  x 42. 
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No.  471  MANTEL 

Extreme  Height,  - 6 ft.  10  in.  Profile, 

French  Plates,  24  x .SO  and  two  8 x 10. 
Tile  Opening,  39  x 42. 
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No.  450  MANTEL. 

Bxtreuic  Hcif'ht,  G ft.  7 in.  Profile, 

French  Plates,  18  x 24  and  two  8 x 14. 
Tile  Opening,  48  x 42. 


5 in. 


No.  437  MANTEL. 

Extreme  Height,  6 ft.  10  in.  Profile,  3 in. 

French  Plate,  18  x 4,2. 

Tile  Opening,  39  x 42. 


No.  442  MANTEL. 

1- Ttreinc  Height.  7 ft.  Profile 

French  Plate,  18  x 42. 
Tile  Opening,  38®4  x 41Vi). 


No.  438  MANTEL. 

Extreme  Height,  6 ft.  8 in.  Profile  3 in 

French  Plate,  18  x 40. 

Tile  Opening,  38^  i 41  Vj. 


No.  125  MANTEL 

I^xtrcmc  Height,  7 ft.  4 in.  Profile, 

French  Plates,  20  x 30  and  four  8 x 10, 
Tile  Opening,  35^/4  i 
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No.  436  MANTEL 

Bitreme  Height,  6 ft.  11  iu.  Profile,  3 in 

French  Plates,  20  x 20,  two  10  x 10  and  two  10  x 8. 

Tile  Opening  x 4IV3. 


No.  430  MANTEL. 

Extreme  Height,  fi  ft.  10  in.  Profile,  - - - 

French  Plate,  18  x 40. 

Tile  Opening,  35*^4  x 4142. 
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No.  441  MANTEL. 

Extreme  Height,  G ft.  5 in.  Profile,  - 5 in. 

French  Plate,  12  x 42. 

Tile  Opening,  47%  x 47y2. 


No.  451  MANTEL. 

Extreme  Height,  - 7 ti.  Frotile, 

French  Plate,  18  x +0. 
Tile  Opening.  45  x 48. 
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No.  440  MANTEL. 

Extreme  Height,  6 It.  6 in.  Frohle, 

French  Plate,  14  x 48. 
Tile  Opening,  44^  x 475i. 


No.  128  MANTEL 

Extreme  Height,  - 6 ft.  11  in.  Profile, 

French  Plates,  18  i 30  and  two  10  x 10. 
Tile  Opening,  35%  x 4iya. 


No.  130  MANTEL 

Ivxtrcnu'  Height,  (5  ft.  9 in.  Profile,  - - 514  in, 

French  Plate,  16  x 28. 

Tile  Opening,  ,15%  x or  35s.r  x +1  Jii. 
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No.  455  MANTEL 

Extreme  Height,  - 7 ft.  Protilo,  - 5 in. 

French  Plate,  18  x 40. 

Tile  Opening,  39  x 42. 
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No.  474  MANTEL. 

lixtrenie  Heiplit,  - G ft.  11  in.  Profile, 

French  Plate,  18  x 42. 
Tile  Opening,  36  x 42. 
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No.  127  MANTEL. 

IvxLiciiie  Height,  0 It.  10  in.  I’rolile, 

French  Plates,  10  x 28  and  two  8x12. 
Tile  Opening,  35%  x 35Ji  or  355!^  x 41Ji. 
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No.  126  MANTEL. 

Extreme  Height,  - 6 ft.  10  in.  Profile, 

French  Plates,  16  i 28  and  two  8 i 12,  oval. 
Tile  Opening,  x 35%  or  35^4  x TlVa. 


6 in. 
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No.  119  MANTEL 

Ivxtrcnic  Height,  6 ft.  3 in.  Profile  - - - 6%  in, 

['rcnch  Plates,  16  x 28  and  two  8x10. 

Tile  Opening,  35^}.  x 35y2,  or  35%  x ^ly^. 
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No.  476  MANTEL 

Extreme  Height.  - 5 ft.  10  in.  Profile, 


514  in- 
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Tile  Opening,  48  x 48. 


No.  116  MANTEL 

Ivxtrcinc  Height,  - 6 tt.  y iu.  Protile,  6 in. 

French  Plate,  16  x 24  and  two  8 x 10. 

Tile  Opening,  3534  ir  3554  or  35^4  x 4154. 


No.  117  MANTEL. 

Extreme  Height,  7 It.  2 in.  Prolile, 

French  Plates,  1 6 x 24  and  two  8 x 10. 
Tile  Opening,  44^  x 35Vi  or  44^  x 41 V2. 


15^2  in. 


No  458  MANTEL. 

lixtrcme  Height,  - 6 ft.  11  in.  Prolilc, 

French  Plate,  16  x 28. 
Tile  Opening,  38%  x 41)^ 
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No.  456  MANTEL. 

Extreme  Height,  6 ft.  3 in  Profile,  - - - 5 in. 

French  Plate,  14  x 36. 

Tile  Opaning,  35%  x SSVi.  or  35%  i 41 
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No.  403  MANTEL. 

Extreme  Height,  - B ft.  G in.  Profile,  - - ■ 5J^in, 

Freneh  Plate,  18  x 40. 

Tile  Opening,  36  x 42, 
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No.  433  MANTEL 

Extreme  Height,  6 ft.  9 in.  Profile,  - - 5 in. 

French  Plates,  16  i 28,  two  6x8,  two  8x8. 

Tile  Opening,  38%  x 41)^. 


No,  457  MANTEL 

Extreme  Height,  6 ft.  7 in.  Profile,  - . - 5 in. 

French  Plate,  16  i 28. 

Tile  Opening,  35%  x SSVj  or  35%  4-1%. 


Extreme  Height, 


No.  447  lyiANTEL. 

6 tt.  10  iu.  Protile, 

French  Plate,  20  i 36. 
Tile  Opening,  38^  x 4IV2. 


3 in. 


No,  475  MANTEL 

lixtrcnie  Height,  - (j  it.  9 in.  Profile,  - - - 5 in. 

French  Plate,  16  x 28. 

Tile  Opening,  38?4  x 4IV3. 
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No.  420  MANTEL 

Extreme  Height,  - 6 ft.  6 in.  Profile,  - - - in. 

German  Plate,  16  x 28. 

Tile  Opening,  35%  x 41^  or  36^4  x 36^2. 


1 


No.  129  MANTEL 

Extreme  Height,  6 ft.  7 in.  Profile.  S^riin. 

French  FMates  16  x 28  and  two  8x8. 

Tile  O^x-uing,  35?i  x SSVa  or  35%  x 41  Jj. 
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No.  118  MANTEL. 

Extreme  Height,  - 6 ft.  6 in.  Profile,  - - - oH  in 

German  Plate,  16  x 28. 

Tile  Opening,  35%  x SSVj  or  35%  x l-ltj. 


No.  448  MANTEL 

Extreme  Height,  6 ft.  5 in.  Profile,  - - - 3 in. 

(^rman  Plate,  12  x 20. 

Tile  Opening,  35^  x 35}^. 
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